ENVIRONMENTAL EPIDEMIOLOGY 
THE BASICS 



w This is a teleconference course and 
it is scheduled for Thursday Feb 24, 
2011 at 1:00 pm ET. 

Location: Room 863 8 th floor 



ASSOCIATION OF PUBLIC HEALTH LABORATORIES 


Folk OIG PRR 008202 









































